Message 


From: Danforth, Deborah (DPH) [Deborah.Danforth@state.ma.us] 

Sent: 1/25/2011 2:06:06 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Ricoh Fax Serviced 

Jim, 

By any chance is there and ID number on it? 


From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Tuesday, January 25, 2011 9:04 AM 
To: 'Danforth, Deborah (DPH)' 

Subject: Ricoh Fax Serviced 

Hi Debbie, 

We need our Fax machine serviced. It is a Ricoh fax; Model # 2210L and Serial # 4969600010. How do we go 
about it? 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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